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This booklet introduces the members of the Graduating Class of 1980 of the 
Faculty of Engineering at the University of Windsor. 


You are invited to discuss your employment opportunities with any of these young 
men and women. 


Our graduates have, we believe, been well received by industry and by the time 
you receive this information some undoubtedly will have made career decisions. 


Mr. Stuart Musgrave, Placement Director, at 519-253-4232, Ext. 269 or Professor 
Robert G. Billinghurst at Ext. 295 will have up-to-date records on those 
graduates available and will be pleased to assist you if you have any other 
questions. 


The Department Heads have made a brief statement of each of the seven disciplines. 
In all our programs we attempt to instill in the student an appreciation of the 
profession of Engineering and its relationship to society as a whole. Consider- 
able individual effort is required of each student. Our programs emphasize 
design as the fundamental aspect of Engineering and the common core subjects 
provide a broad basis for the in-depth study of the particular discipline. We 
expect our graduates will be well suited to your needs. 


ABito® Maadona 
Cameron MacInnis 
Dean of Engineering 


— 


Chemical Engineering - Dr. A. Gnyp, Head 


Our graduating class this year, as in previous years, consists of a group 

of young men and women whose education is just beginning. We have helped 

by using a vehicle in which both of us were interested -- Chemical Engineering -- 
to broaden their horizons, and provide them with the beginning of a successful 
and enjoyable career. Graduates of our department have always found ready 
acceptance from industry and their peers. We wish these graduates well and 

feel sure that they will bring honour to themselves through their professional 
and societal activities. 


Areas of Interest 


KIN-PING CHEUNG Environmental Studies 
Fluid Mechanics 

884 Church Street Mass Transfer 

Windsor, Ontario Plant Design 

N2L 417 


Work Experience 
252-1724 


University of Windsor - Chemical 
Engineering 
Ontario Ministry of the Environment 


Areas of Interest 
REGINALDO CHIN Heat Transfer, Design 


310 Tecumseh Hall Air and Water Pollution Control 


University of Windsor ; 
work Experience 
NOB 3P4 Work Experience 


Shell 011 Company 


256-5326 Carrier Air Conditioning 
Grace, Kennedy and Co. Ltd. 
Areas of Interest 

THANH HA LE 


Process Design and Development 
334 Randolph Avenue Chemical Processing 


Windsor, Ontario “ork Eunkeiiics 


University of Windsor 
Mary Kay Comoany 
House of Lee 


254-2721 
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R. BRUCE MANZER 


3546 Birch Street 
Windsor Ontario 


258-1418 


LOUIS MELE 


2923 St. Clair Street 
Windsor, Ontario 


966-5787 


ROBERT MILLER 

6105 Disputed Road 
Windsor, Ontario 
NOH 1X6 


966-0600 


JOE MORDARSKI 


6340 Matchette Road 
Windsor, Ontario 


734-7867 


Areas of Interest 


Production or Process Control 
in Pulp and Pater or Petro- 
chemical Inustries 


Work Experience 


Asbestos Corporation Limited 
Rayonier Quebec Limited 


Areas of Interest 


Air Pollution Control 
Fluid Flow Analysis 
Process Control 

Heat Exchanger Design 


Work Experience 


Namasco Steet 
Olsonite 


Areas of Interest 


Heat Exchanger 
Fluidization of Packed Beds 


Work Experience 


Esso of Canada 
Allied Chemical 
Prestige Melody Construction 


Areas of Interest 
Fluid Mechanics 
Heat Exchanger Design 


Petrochemicals 
Thermodynamics 


Work Experience 
Chrysler of Canada Limited 


Areas of Interest 
WALTER RUMIEL 
Petroleum Refining 


690 Grand Marais E. Pollution Control 
Windsor, Ontario Plant Design 
N8X 3H7 


Work Experience 


Bell Canada 
Northeast Contractors 


969-9727 


Areas of Interest 


TAN EDDIE WELCH Petroleum Industry 


Iron and Steel Industry 
504 Randolph Avenue : : ; : 
Windsor, Ontario Chemical Reaction Engineering 


NOB 276 Pollution 
252-0098 Work Experience 


University of Windsor 
Port Contractors, Tobago, W.I. 


Civil Engineering - Dr. G. R. Monforton, Head 


Our graduates have a broad and modern background in Civil Engineering 
providing them with a solid foundation for their professional employment. 
In addition to a balanced mixture of analytical and design courses, they 
have completed a comprehensive final year project on a specialized topic 
of their choice that emphasizes organization as well as written and oral 
communications. 


We are confident that you will find our graduates well qualified and we 
wish them success in their professional career. 


PAK-WING CHAN Areas of Interest 


1177 Monmouth Road Structures 


Windsor, Ontario Hydraulics 
Foundation 


253-1760 Work Experience 


On Student Visa 


Areas of Interest 


NOEL CHONG Structural Analysis and Design 
Post Buckling Behaviour of 
455 Rankin Avenue Columns 


Windsor, Ontario 
Work Experience 


253-1285 
Scarborough Canvas Fabricators 
Canadian National Rail 
Areas of Interest 

ALBERT CHU 


Structural Engineering 


2866 University Avenue , 
Windsor, Ontario Work Experience 


255-7594 On Student Visa 


Areas of Interest 


MANOUSOS DOULAVERAKIS Structural Design 


, Soil Mechanics 
red a4 oe Hydraulics — 
Windsor, Ontario Highway Design 


253-0996 Work Experience 
Chrysler Canada Limited 


Areas of Interest 
ELIZABETH MARIA HILFRICH Hydrology, Road Design, 

Hydraulics, Transportation, 
2609 Chandler Road J : 
Windsor, Ontario Environmental, Geotechnical 
NBW 462 Work Experience 


Ministry of Transportation 
and Communications 
City of Windsor 


945-0720 


HARISH C. JAJOO 

7 Huron Hall 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


256-4052 


STEVE KILLAIRE 


2190 Wyandotte Street W. 


Windsor, Ontario 


253-9039 


WILLIAM KOKOTEC 


269 Orchard Grove 
Windsor, Ontario 


948-5629 


ALBERT LAM 


307A Electa Hall 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


256-3228 


Areas of Interest 
Water Pollution, Sewage 


Disposal, Sewer Design 
Structures, Hydraulics 


Work Experience 


University of Windsor, 
Department of Civil Engineering 


Areas of Interest 
Highway Design 


Soil Mechanics 
Urban Planning 


Work Experience 


Ministry of Transportation 
and Communications 


Areas of Interest 


Soils Engineering 
Urban Planning 


Work Experience 


McInnis Equipment Limited 
General Motors Limited 
Chrysler of Canada Limited 


Areas of Interest 
Structural Design 


Work Experience 
On Student Visa 


MICHAEL LAM 

3173 Sandwich Street 
Apt. 6 

Windsor, Ontario 


256-1158 


DANIEL LAU 


233 Janette Avenue 
Windsor, Ontario 


254-5509 


PAUL LAYFIELD 


568 Greendale Drive 
Windsor, Ontario 


948-6467 


SUPARDI LEE 


520 Cody Hall 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


256-3220 


Areas of Interest 
Structural and Concrete 


Reinforcement 
Hydraulics 


Work Experience 
On Student Visa 


Areas of Interest 


Structural Design 
Hydraulics 
Highway Design 
Foundation Design 
Sewer Design 
Work Experience 


City of Windsor 


Areas of Interest 


Consulting, Soils, 
Environmental, Construction 


Work Experience _ 


General Motors Limited 


Areas of Interest 
Construction 


Transportation 
Highway Design 


Work Experience 


University of Windsor 
Civil Engineering Department 


LEONARD C. LEUNG 


Room 207 

Tecumseh Hal] 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


254-7132 


KAM-CHUNG ADAM MA 
969 Felix Avenue 

Apt. 895 

Windsor, Ontario 


255-7409 


T. B. MASTERS 
759 Mill Street 
Apt. 509 
Windsor, Ontario 


253-9360 


DANIEL McLAREN 

113 Tecumseh Hall 
University of Windsor 
Windsor, Ontario 


254-6989 


Areas of Interest 


Foundation and Traffic Engineering 


Work Experience 


Census Department of Hong 
Kong Government 


Areas of Interest 


Hydraulics 
Foundation 
Reinforced Concrete 
Highway Design 
Steel Design 


Work Experience 
Kam Hing - Hong Kong 


Areas of Interest 


Environmental Engineering 
Urban Planning 


Work Experience 


John B. Smeeton Land Surveyor 
W. A. Fraser - Architects 

W. C. Crosbie - Architects 
Chrysler Canada Limited 


Areas of Interest 


Hydraulics 

Environmental Engineering 
Soil Mechanics 

Municipal Engineering 


Work Experience 


Department of Public Works 
A. T. McLaren Limited 
McDace Limited 

Dewcon Structures 


HAMID-REZA MOSLEH-ZAHRAEI 
524 Cody Hall 
University of Windsor 


Windsor, Ontario 
NOB 3P4 


OLIVER NG 

2440 University Ave. W. 
Windsor, Ontario 

N9B 1E9 


254-6094 


WAYNE PARENT 


3130 Lauzon Road 
Windsor, Ontario 


945-4670 


SAM PONSWORNO 


226 Patricia Road 
Windsor, Ontario 


256-2240 


Areas of Interest 

Concrete 

Earthquake Design of Buildings 
Computer Analysis and Design 

of Structures and Substructures 


Work Experience 


Areas of Interest 


Structures 
Hydraulics 


Work Experience 
On Student Visa 


Areas of Interest 


Structural Design 
Reinforced Concrete Design 
Municipal Engineering 
Urban Planning 
Transportation and Traffic 


Work Experience 


Union Gas, Ford Motor Co. 
CKLW Radio 


Areas of Interest 
Construction 


Sewage Treatment 
Transportation 


Work Experience 
On Student Visa 


= fy = 


HENRY POON 


2943 Peter Street 
Windsor, Ontario 


255-9712 


CHRISTOPHER B. SHERMAN 
1655 Rooney Street 
Apt. 314 

Windsor, Ontario 

N9B 1L1 


256-5061 


ROBERT STEWART 

Room 219 

Cody Hall 

University of Windsor 
Windsor, Ontario 

NOB 3P4 


254-9686 


FERRY TATIMU 


341 Asking Blvd 
Windsor, Ontario 


253-0592 


Areas of Interest 
Structural 


Computer Application 
Design 


Work Experience 
Samson Construction Co. Ltd. 


Ministry of Natural Resources 
Bruce Heavy Water Plant 


Areas of Interest 
Water Resources 


Environmental Engineering 
Construction 


Work Experience 


Water and Sewage Corporation 


Areas of Interest 
Environmental Engineering, 
Urban Planning, Soil Mechanics, 


Structural Analysis, 
Surveying, Concrete Design, 


Work Experience 


James F. MacLaren Consultants 
Bell Canada, Damore Construction 
Areas of Interest 


Structural 
Hydraulics 


Work Experience 
On Student Visa 
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MICHAEL VISOCCHI 
923 Langlois Avenue 
Windsor, Ontario 
N9A 2H2 


256-6788 


HEATHER WILTON 


1003 Matthew Brady Blvd. 


Windsor, Ontario 


948-2942 


RONALD D. WITTON 


915 MacDonald Hall 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


252-9841 


TERENCE WONG 


307A Electa Hall 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


Areas of Interest 


Structural Design 

Steel and Concrete Structures 
Municipal Engineering 

Urban Planning 


Work Experience 


City of Windsor, Domenic Constr. 
Chrysler of Canada Limited 


Areas of Interest 


Municipal Engineering, Structural 
Design and Construction, Urban 
Planning, Highway and Road Design 


Work Experience 


City of Windsor - Public Works 
City of Windsor - Parks and 
Recreation 

H. Q. Golder Associates 


Areas of Interest 


Water Management, Channel Flows, 
Flood Control, Dams 


Work Experience 


Windsor Utilities Water Division 
Don Bye Excavation 

Ministry of Transportation 

and Communications 


Areas of Interest 
Hydraulics 


Work Experience 
On Student Visa 


oo 


Electrical Engineering - Dr. H. Qureshi, Head 


Our graduates in Electrical Engineering have an education sufficiently 
fundamental to allow them to continue to evolve professionally in a 

wide range of areas during their industrial career. The spectrum of our 
graduates' overall experience, academic performance, and future interests 

is quite broad. We, in the Electrical Engineering Department, are confident 
that you will find an excellent graduate for your requirements no matter 

how diverse and challenging they might be. 


Areas of Interest 


MICHAEL BRUIN Digital Electronics 


5652 Baldwin Street Analog 
Windsor, Ontario Hark Exoertence 


948-8323 Bell Canada 
Cullen Plumbing 
Areas of Interest 
KEE CHEUNG 


Micro-Computer Developed 


System 
484 Janette Avenue 
Windsor, Ontario Analogy Computer System 


Work Experience 
Centre Tool and Mold Company 


258-2773 


Areas of Interest 


MARCELLINO COLUCCI 
1391 Wellington Avenue 
Windsor, Ontario 

N8X 2C1 


256-8096 


Communications (Microwave) 
Electronics in Music and 
Musical Instruments, Remote 
Control, Optics, Microcomputer 
Design 


Work Experience 


Bell Canada 
Chrysler Canada Limited 
Canadian Pacific Railway 
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KAMWAL DHIMAN 


341 Josephine Avenue 
Windsor, Ontario 


256-3942 


PETER DICOCCO 

Room 7 

Huron Hall 

University of Windsor 
Windsor, Ontario 

NOB 3P4 


256-4052 


KERRY DREW 
Canterbury College 
226 Patricia Avenue 
Windsor, Ontario 
N9B 3B9 


256-8969 


RONALD DUROCHER 


2025 Cousineau Road 
Windsor, Ontario 


969-3273 


Areas of Interest 


Power Systems and High 
Voltage 


Computer Graphics Applications 


Work Experience 
On Student Visa 


Areas of Interest 
Electronics, High Voltage 


Generation and their 
Applications 


Work Experience 
DiCocco Contractors 


Canadian Tire Corporation 
Ontario Hydro 


Areas of Interest 


Power Engineering 
Digital Systems and Controls 


Work Experience 
Wrights Electric 


Fairway Protective Coating 
Huron Steel Products 


Areas of Interest 


Microcomputer Programming 
Control Systems 


Work Experience 


Dominion Stores 
Valiant Machine and Tool Co. 


aD | ee 


MARC EVON 

4070 Kennedy Dr. E. 
Windsor, Ontario 
N9G 1X8 


969-1558 


MARK FORGET 


161 Edgewater Road 
St. Clair Beach, Ontario 


735-5255 


DENNIS GOODMAN 


29 Johnson Avenue 
Leamington, Ontario 


326-2593 


SASAN HATAMI 


2943 Peter Street 
Windsor, Ontario 


252-0361 


Areas of Interest 
Design 


Digital Electronics 
Computer Systems 


Work Experience 


General Motors Transmission 


Areas of Interest 

Digital and Analog Signal 
Processing, Biomedical 
Electronics, Communications, 


Microprocessor based Control 
Systems 


Work Experience 


Psionic Systems Inc., Union Gas, 
Woolco, Beach Grove Country Club 


Areas of Interest 


Power 
Control systems 


Work Experience 


T-K Discount Limited 


Areas of Interest 


High Voltage Engineering 
Insulation Mechanisms 


Work Experience 


Research in High Voltage 


ei Pe = 


BILL HINES 


7525 Wyandotte Street E. 


Windsor, Ontario 


MICHAEL C. JUBENVILLE 


66 Main Street South 
Amherstburg, Ontario 


736-3417 


WALTER KNITL 


2956 Grandview Avenue 
Windsor, Ontario 


948-2391 


THOMAS KOSNIK 


2331 Lillian Street 
Windsor, Ontario 


253-8058 


Areas of Interest 


Power Generation 
High Voltage Applications 


Work Experience 


Ontario Hydro 

Service Master 

Lester Construction 
Dominion Stores Limited 


Areas of Interest 


Instrumentation and Measurement 
Control Systems 
Digital Systems 


Work Experience 


Allied Chemical 
Chrysler Canada Limited 
Diffracto Limited 


Areas of Interest 


Instrumentation, Computer and 
Microprocessor Based Industrial 
Control, Robotics 


Work Experience 


Ontario Hydro 
Diffracto Limited 
Bell Canada 

City of Windsor 


Areas of Interest 


High Voltage 
Power Distribution 


Work Experience 


Windsor Utilities 
Canadian Tire Company 


— 


PAUL A. LAYMAN 
1120 Erie Street W. 
Apt. 1 

Windsor, Ontario 
N9A 6C5 


252-8175 


HUSNI MANSOUR 
257 California Avenue 


Windsor, Ontario 
NOB 2Y4 


RALPH MICHAELIS 


390 River Avenue 
Windsor, Ontario 


734-8152 


PAUL MORAKINYO 
1241 Abbey Court 
Windsor, Ontario 
N8S 4E1 


253-6716 


Areas of Interest 


Optics 
Control Systems 
Microprocessors 


Work Experience 


General Motors Limited 
Bell Canada 
City of Windsor 


Areas of Interest 


Communications 
Power Systems 
High Voltage 


Work Experience 


Electricity of Lebanon 
Kelsey-Hayes of Canada Limited 


Areas of Interest 


Electronics, Digital Design, 
Computer Programming, 
Microcomputers and Applications, 
Control Systems 


Work Experience 


Bell Canada 
S.K.D. Manufacturing 
Valiant Machine and Tool 


Areas of Interest 
Communications, Computer 
Programming, Control Systems, 


High Voltage, Power Systems, 
Optics and Lasers 


Work Experience 


Housing Corporation 
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DAVID MURRAY 


1911 University Avenue W. 


Windsor, Ontario 
N9B 1C9 


254-4817 


PATIENCE NAYLOR 

320 California Avenue 
Windsor, Ontario 

NOB 2Y7 


253-1768 


MARGARET ANN POISSANT 
2874 Peter Street 
Windsor, Ontario 

NOC 1G7 


252-9189 


SIAU T. QUEK 

3281 Peter Street 
Windsor, Ontario 
N9C 1H7 


255-7261 


Areas of Interest 


High Voltage Insulation, 
Power. Distribution Systems, 
Aviation Communication and 
Guidance Systems 


Work Experience 


Air Jamaica 
High Voltage Research Lab - 
University of Windsor 


Areas of Interest 


Computer-Aided Design 
Microprocessor Technology 
Computer Systems 
Management 


Work Experience 


Esso West Indies Limited 
Sepred Jamaica Limited 

Jamaica Industrial Development 
Water Commission Jamaica Ltd. 


Areas of Interest 


Microprocessors 
Control Systems 
Robots 


Work Experience 


City of Windsor (West Windsor 
Pollution Control Plant) 


Areas of Interest 


Telecommunications 

Electrical Power Transmission 
Design and Maintenance of 
Transmitting and Receiving 
Equipment 


Work Experience 


Telecommunications Authority 
of Singapore 


> th < 


FRANK RIES 


504 Crawford Avenue 
Windsor, Ontario 


252-7518 


DJORDJE SARAPA 

1064 Windermere Avenue 
Windsor, Ontario 

N8Y 355 


256-0260 


BOB THOMPSON 


2529 Dominion Blvd 
Windsor, Ontario 


969-7558 


ANDY TURUDIC 


223 Meadow Road 
Whitby, Ontario 


725-6143 


Areas of Interest 
Digital Electronics 


Microcomputers 
High Voltage Engineering 


Work Experience 
Honeywell Company Limited 


Areas of Interest 


Electronics Design 
Biomedical Engineering 
Measuring Techniques 


Work Experience 


Chrysler Canada Limited 
Siemens Biomedical Engineering 


Areas of Interest 


Power Systems 
High Voltage 
Computers 


Work Experience 


Ontario Hydro 
Kelly Funeral Home 
Department of National Defence 


Areas of Interest 


Robotics 

Industrial Controls 
Microprocessor Applications 
Electronics 


Work Experience 


General Motors Limited 


SS 


Areas of Interest 


BRETT WADE Digital and Analog Control 
125 Cabana Road West a 
Windsor, Ontario Communication 


969-0907 Work Experience 


Valiant Machine and Tool 
Ford Motor Company 


Engineering Materials - Dr. W. V. Youdelis, Head 


The Engineering Materials option emphasizes physical and process metallurgy 

as the major components, but it also includes a significant input in ceramics 
and polymers. The program is particularly strong inthe application of the 
thermodynamics principles to metallurgical process engineering and principles 
of mechanics in the mechanical behaviour of materials. It provides the correct 
combination of depth in the fundamentals and scope in their application. Of 
course, the reputation of any engineering program or department is ultimately 
determined by the performance of its graduates, of which we can speak with 
justifiable pride. 


Areas of Interest 
AVERDON DELEON Bemienten 
Materials Testing 


759 Mill Street Quality Control 


Apt. 309 


Windsor, Ontario Plastics 
256-1625 Work Experience 
Esso West Indies 
Areas of Interest 
KATA DOSEN 
Materials Testing 
1838 Alexis Quality Control 
Windsor, Ontario Steelmaking 
N8W 3Y8 Heat Treating 
Powder Metallurgy 
944-3565 


Work Experience 


Univeristy of Windsor 
Bob-Lo 


Department of National Defence 


ee 


Areas of Interest 
RODNEY HERRING 

Engineering Materials 
265 McEwan Street Metallurgical Research 
Windsor, Ontario 


Work Experience 


256-2797 
Chalk River Nuclear Laboratories 
Department of Engineering 
Materials - University of Windsor, 
Ingrams Limited 
Areas of Interest 

DOUG IVEY Nuclear Materials 

; Microstructures 
3015 Sandwich Street 
Apt. 405 Crystal Structures 


Windsor, Ontario Work Experience 


256-8388 Department of Engineering 


Materials - University of Windsor 
Big V Phamacy 


Areas of Interest 


UDIN KOSASIH Alloy Development 


Aluminum Alloy 
334 Randolph Avenue ‘ 
Windsor, Ontario Physical Metallurgy 


Work Experience 


Department of Engineering 
Materials - University of 
Windsor 


Geological Engineering - Dr. D. T. Symons, Head 


The graduate of Geological Engineering has learned to apply engineering methods 
and technology to geology for the benefit of man. Geological materials and 
processes are usually complex and variable so that the tasks of a Geological 
Engineer cannot be summarized by simple formulas. Our graduates acquire 
considerable practical experience, during their academic careers, through 
summer field work. 


Successful completion of this program has prepared the graduate to master these 
variables and to integrate his skills with other professionals in the field of 
geotechnique and environmental problems. It has also prepared him to function in 
the more traditional fields of resource exploration and production. We believe 
that these graduates have met high standards in their training and wish them 

well in their professional careers. 
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Areas of Interest 
CALVIN CHU Geophysics 
Rock Mechanics 


2936 University Avenue w. Engineering Geology 


Windsor, Ontario 
252-2819 Work Experience 
On Student Visa 


Areas of Interest 
GREGORY SMITH 


Geophysics 
Room 104 Rock Mechanics 
Huron Hall Exploration Geology 
University of Windsor Hydro Geology 
Windsor, Ontario Petroleum Geology 
NOB 3P4 

Work Experience 
252-3031 


Eldorado Nuclear Limited 
Geology Department - University 
Ministry of Environment 


Industrial Engineering - Dr. A. Raouf, Head 


Windsor's Industrial Engineering graduates are essentially concerned with the 

design, installation and improvement of the integrated systems of men, machines 

and materials. They are equipped with the fundamentals of engineering, mathematical, 
physcial and behavioural sciences. They have learned to apply these principles 

to production systems as each of them has successfully completed a project on 

"shop floor’. 


We feel our graduates are competent and highly motivated. You will find them 
suitable for your requirements in the field of Industrial Engineering. They 
are equally suitable for marketing operations, service industry, government or 
health care systems. 


Areas of Interest 


ROSA CHAN 
Plant Layout 
3012 Sandwich Street Improvement on Assembly Line 
Apt. 2B 
Windsor, Ontario Work Experience 
N9C 1A3 


Wing On Company Limited (H.K) 
256-9122 
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RICHARD CHOW-WAH 
969 Felix Avenue 
Apt. 908 

Windsor, Ontario 


256-4250 


DON MACKINNON 


1523 Shawnee Road 
Tecumseh, Ontario 


735-4889 


ROGER PESCHIUTTA 
3296 Rankin Avenue 
Windsor, Ontario 
N9E 3C1 


969-3484 


PETER W. SAVOIE 


4073 Casgrain Drive 
Windsor, Ontario 


969-1248 


Areas of Interest 


Operations Research 
Design of Mechanical and 
Non-Mechanical Systems 


Work Experience 


Rasmussen Landscaping Co. 
Ontario Lottery Corporation 


Areas of Interest 


Quality of Working Environment 
Quality of Production 


Work Experience 


Chrysler Canada Limited 
General Motors Limited 
National Auto Radiator 


Areas of Interest 


Plant Layout 

Quality Control 
Management 

Environmental Engineering 


Work Experience 


Kelsey-Hayes Limited 
Windsor Bumper 

Chrysler Canada Limited 
National Radiator 


Areas of Interest 


Plant Layout 

Quality Control 
Inspection 

Process and Material Flow 


Work Experience 


Chrysler Canada Limited 
TBQ's Other Place 
Simpson-Sears Limited 
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DAVID G. J. SCHULZ 


1020 Scofield Avenue 
Windsor, Ontario 


969-1196 


DAVID STEPHENSON 


R. R. # 2 
Essex, Ontario 


776-7457 


LANCE TO 

2936 University Ave. W 
Apt. 3 

Windsor, Ontario 

NIC 1G2 


256-5738 


RICK WELLWOOD 


R.Rv #1 
Oldcastle, Ontario 


737-6333 


Areas of Interest 


Scheduling 
Human Factors 
Plant Design 


Work Experience 


Ontario Hydro 
Bell Canada 
Miracle Mart 
Green Giant 


Areas of Interest 


Plant Design 
Quality Control 


Work Experience 


Areas of Interest 


Quality Control 

System Analysis 

Plant Layout 

Engineering Economy 

Human Factors Engineering 


Work Experience 


University of Windsor Lab 


Areas of Interest 


Quality Control 
Production Management 


Work Experience 


City of Windsor 
Ford Motor Company Limited 
General Motors Transmission 


— 


Areas of Interest 
ALEX WONC Quality Control 
Plant Design 


Box 91 Human Factors 


Sandwich) Postal Station 


Windsor, Ontario ; 
NOC 321 Work Experience 


256-0932 Credit Valley Cable TV 


Mechanical Engineering - Dr. T. W. McDonald, Head 


In addition to the basic fundamentals common to all Mechanical Engineering 
curricula these graduates have a unique background of SYSTEMS DESIGN, ranging 
from problem formulation through analysis to optimization. Group projects 

in all four years have made them aware of the importance of TEAMWORK, TIME 
SCHEDULES and COMMUNICATIONS, both oral and written. 


We believe that these graduates are prepared to productively enter the 
work force, fully aware that their formal education was only the first step 
in a lifelong journey. We wish them well as they enter this new phase in 
their lives. 


Areas of Interest 
EBENEZER ADENUGA 

Manufacturing 
1322 Wyandotte Street E. Producting 
Apt. 3 Design 
Windsor, Ontario 


Work Experience 


255-1882 
Hamiltong Gears 
Continental Can of Canada 
Standard Modern Tool 
Lunkenheimer Canada Limited 
Areas of Interest 

SIU-HUNG AU 


Air Conditioning 
206 M Electa Hall Auto Mechanics 


i i ; Product Design 
University of Windsor > d 
Windsor, Ontario Fluid Mechanics 


NOB 3P4 Heat Exchanger Design 
256-2158 Work Experience 


On Student Visa 
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JOHN L. BERTOTTI 
5452 Tecumseh Road E 
Windsor, Ontario 

N8T 1C7 


944-2522 


GIULIO BORDIGNON 
710 Morand Avenue 
Windsor, Ontario 
N9G 1H9 


969-4081 


JAMES BUSI 

2250 Fraser Avenue 
Windsor 

N8X 3Z7 


256-8847 


DANNY CASTELLAN 

845 Elliott Street E. 
Windsor, Ontario 

N9A 3S8 


254-4020 


Areas of Interest 


Thermodynamics 
Stress Analysis 
Vibration Analysis 
Computer Analysis 
Fluid Mechanics 


Work Experience 


State Electric 
Bell Canada, Canadian Tire 


Areas of Interest 


Fluid Mechanics 

Machine Design 
Environmental Noise Control 
Energy Conversion 


Work Experience 


University of Windsor 
Bell Canada 
Chrysler Canada 


Areas of Interest 


Automotive Industry, 
Noise Control, Thermodynamics, 
Air Conditioning, Machine Design 


Work Experience 


General Motors Limited 
Anese Steel Fabricators 
L & M Construction Limited 


Areas of Interest 


Machine Design 

Air Conditioning 
Heating and Cooling 
Management 


Work Experience 


Ontario Hydro 
Chrysler Canada Limited 


See 


STEPHEN CHAN 


2995 University Avenue W. 


Windsor, Ontario 


252-8122 


KAI-FUNG CHENG 


Room 314 

Cody Hall 

University of Windsor 
Windsor, Ontario 

NOB 3P4 


252-0514 


SAMMY CHOW 


Room 414 

Cody Hall 

University of Windsor 
Windsor, Ontario 

NOB 3P4 


256-8403 


LAWRENCE CHUNG 


209M Electa Hall 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


252-4318 


Areas of Interest 


Machine Design 
Mechanic Problems 
Artistic Work and Drafting 


Work Experience 


Canada Wire 
M & R Machines Limited 
A, R. Davey Office Supplier 


Areas of Interest 


Aeronautics, Air Pollution, 
Applied Mechanics, Dynamic 
Systems and Control, Design 
Engineering, Gas Turbine, 
Heat Transfer, Noise Control 


Work Experience 


Noranda Mines Limited 
Bell Copper Division 


Areas of Interest 


Air Conditioning, Fluids 
Engineering, Heat Transfer, 
Vibration and Noise Control 


Lubrication and Stress Analysis 


Work Experience 
On Student Visa 


Areas of Interest 


Air Conditioning, Fluid 
Mechanics, Noise, Heat 
Exchanger, Automechanics, 
Aeronautics 


Work Experience 
On Student Visa 
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MATHEW DANIEL 

326 Genevieve Avenue 
Windsor, Ontario 

N8S 3V6 


944-0796 


DOUGLAS FOX 


785 Patricia Road 
Windsor, Ontario 


252-3169 


JOHN HALL 


3350 Longfellow Avenue 
Windsor, Ontario 


966-2898 


ROGER HUNG 


Room 422 

Cody Hall 

University of Windsor 
Windsor, Ontario 


254-8296 


Areas of Interest 


Vibration Analysis 
Machine Design 
Aeronautics 


Work Experience 


Bell Canada 
Marentette Brothers Limited 


Areas of Interest 


Heat Transfer Processes 
Vibration Analysis 
Research and Development 


Work Experience 


Bell Canada 
Gulf and Western 
Chalk River Nuclear Laboratories 


Areas of Interest 


Fluid Mechanics 
Design Engineering 
Thermodynamics 


Work Experience 


Canadian Salt Company 
Lafontaine Cowie Buratto 
and Associates 

Home Hardware 


Areas of Interest 
Auto Mechanics, Turbo-machine, 


Air-Conditioning, Building 
Surface, Production Control 


Work Experience 
On Student Visa 


a 


Areas of Interest 


ERIC JIM 
Automotive Engineering 
505-969 Felix Avenue Heat Exchanger 
Windsor, Ontario Air Conditioning 
Fluid Mechanics 
254-4229 
Work Experience 
On Student Visa 
Areas of Interest 
KENNY PING-CHUEN KWAN Dynamics 
Noise 
8480 East Moor Court Fluid Mechanics 


Windsor, Ontario 


Work Experience 
948-5363 


Rockwell International of Canada 
Harbour Castle Hotel 


Areas of Interest 
MICHAEL DENNIS KYRYLIUK 


Automotive 
Computers 
2602 Meldrum 
Windsor, Ontario Conveyors 
see's Work Experience 
948-0117 


McInnis Equipment Limited 
Chrysler Canada Limited 


Areas of Interest 


mae SONG LAI Air (Conditioning 


8-1830 Nyandotte St. W. hae hid ai 
Windsor, Ontario ia ine Design 
N9B 1J3 lynamics 
256-8640 Work Experience 


On Student Visa 
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CHI CHIU LEUNG 
531 Mill Street 
Apt. 301 
Windsor, Ontario 
N9C 2R7 


256-7662 


FEBBO LIBURDI 


3380 Parkwood Drive 


Windsor, Ontario 


969-9777 


SONG-HAU LIM 

606 Rosedale Road 
Windsor, Ontario 
NOC 2N8 


253-5700 


EDDIE LING 

P. 0. Box 7205 
Sandwich 
Windsor, Ontario 


256-0494 


Areas of Interest 
Gas Dynamics 
Noise 

Air Conditioning 
Work Experience 


On Student Visa 


Areas of Interest 


Mechanical Vibrations, 
Dynamics 

Stress Analysis 

Noise 


Work Experience 
Diffracto Limited 


Bell Canada 
Chrysler Canada Limited 


Areas of Interest 
Noise 
Gas Dynamics 


Air Conditioning 
Refrigeration 


Work Experience 


University of Windsor 


Areas of Interest 
Air Conditioning 


Engine Cycles 
Mechanical Device Design 


Work Experience 
On Student Visa 
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YIU-WING MAK 

Room 314 

Cody Hall 

University of Windsor 
Windsor, Ontario 

NOB 3P4 


252-0514 


PETER MAREK 

216 Cody Hall 
University of Windsor 
Windsor, Ontario 

NOB 3P4 


252-8832 


PETER ROBERT McCULLOCH 


77 Thornhill Crescent 
Chatham, Ontario 


351-3487 


DAVID T.W. MIU 


969 Felix Avenue 
Apt. 908 
Windsor, Ontario 
N9C 3L2 


256-5240 


Areas of Interest 


Aeronautical Engineering, 
Noise, Gas Turbine, Heat 
Exchanger, Design of Dynamic 
Systems, Energy Conversion 


Work Experience 


Noranda Mines Limited 
General Motors Limited 


Areas of Interest 


Turbo Machine Analysis, Stress 
Analysis, Machine Parts 
Design, Air Conditioning, 
Heating, Plumbing Designs, 
Office Management 


Work Experience 
Intersign Engineering Company 
Lunkenheimer & Morrison 


Areas of Interest 


Equipment Design 
Research and Development 


Work Experience 


H. J. Heinz Company 
Canadian Industries Limited 
Green Giant 


Areas of Interest 


Design 

Automobile Engineering 
Noise 

Fluid or Gas Dynamics 
Thermosystems 


Work Experience 


Simpons in the Strand 
Pearl City Restaurant 


= Sts 


BLAISE NG 

531 Mill Street 
Apt. 301 
Windsor, Ontario 


256-7662 


SAUW-YOENG TJONG 
3175 Melbourne Road 
Windsor, Ontario 
NOC 1Y5 


254-5631 


ADRIAN VIDO 


2208 Parent Avenue 
Windsor, Ontario 


258-2198 


GRANT PAUL YOUDELIS 
3261 Sandwich Street 
Apt. 11 

Windsor, Ontario 


252-7156 


Areas of Interest 


Gas Dynamics 
Turbo Machines 
Air Conditioning 
Heat Exchanger 
Stress Analysis 


Work Experience 
On Student Visa 


Areas of Interest 


Air Conditioning 
Gas Dynamics and Turbomachinery 
Noise 


Work Experience 


Pacha ED atid wll DAT ce 


University of Windsor - 
Mechanical Engineering Department 


Areas of Interest 


Thermodynamics 
Vibrations 
Heat Transfer 
Noise 


Work Experience 


Ministry of the Environment 
D & C Tunnel Company 


Areas of Interest 


Energy Transfer and Efficient 
Use of Energy 

Dynamics and Kinematics of 
Machines 


Work Experience 


Diffracto Limited 
Bell Canada 
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